Message 

From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 1/3/2011 8:20:37 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

CC: rsimpkiss@ureach.com; Pocsik Mark [mpocsik@facil.umass.edu] 

Subject: FW: Morrill DPH data 

Jim, 

Can we stop by around 11:30 to go over the additional jack you need? 
Pi ease 1et me know. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Faci1ities & Campus Pianning Divisi on 

University of Massachusetts 

(T) 413-545-6516 

co MMMU 

(F) 413-545-3684 
si obik@faci 1 .umass.edu 
-Original Message- 

From: Robert Simpkiss [mai1 to:rsimpkiss@ureach.com] 

Sent: Monday, January 03, 2011 3:19 PM 

To: Lobik Stephen 

Subject: Re: Morri11 DPH data 

I can be there any time after 11.00. Just give me a time. 

Robert Simpkiss JR 
RGS Communications Inc., 

21 Wi1braham St. Suite 102 
Palmer, MA 01069 
413-283-2882 ex 111 phone 
413-283-5436 fax 



— - on Mon, 3 Jan 2011, Lobik Stephen (si obik@faci1.umass.edu) 
wrote: 

Bob, 

Do you have time tomorrow to take a bri ef walk through Jim's 
space he 

needs a few additional jacks... 4 I believe. If not tomorrow 
pi ease 1et 

me know what day you will be on campus and we can do it then. 

Also I emai1ed Eric about the staff on the 4th floor not having 
server / 

internet connectivity and asked if there was anything I could 
do. No 

word back from Eri c yet. 

Stephen 

Stephen Lobik 

Capital Project Manager 

Faci1ities & Campus Planning Divisi on 

University of Massachusetts 

(T) 413-545-6516 

(O 


Folk OIG PRR 095751 






(F) 413-545-3684 
si obik@faci1.umass.edu 


Folk OIG PRR 095752 



